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ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-07 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO /025 R 

DRAFTED BY COM/OEA:CSEASWORD:JDYTRT:ERS 

APPROVED BY EB/ITP/EWT:RWPRACHT 

RPE 

100471 

R292146Z APR 75 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 099791 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, RO 

SUBJECT: GERMAN ELECTRONIC TEST EQUIPMENT TO ROMANIA 

REFS: A) COCOM DOC (75)127 

B) STATE 41332 

C) OECD PARIS 7197 

1) ALTHOUGH HELPFUL, THE ANSWERS PROVIDED IN REF C DO 
NOT EXPLAIN THE EQUIPMENT PARAMETERS DESCRIBED IN THE 
BROCHURE CONCERNING THE TEST EQUIPMENT (SEE ANNEX 1 TO REF 
A). THE INFORMATION PROVIDED IN THE BROCHURE APPEARSTO 

US TECHNICAL EXPERTS TO BE PRIMARILY RELATED TO TRANSISTOR 
TESTING. THIS TEST EQUIPMENT IS DESCRIBED IN THE 
BROCHURE AS A "PROBE TESTER"' WHICH IMPLIES THE TESTING 
OF WAFERS AND NOT INDIVIDUAL FINISHED DEVICES OR COMPONENTS. 
THE "THREE CONNECTION" RESTRICTION CITED IN REF C THEREFORE 
DOESNOT APPEAR GERMANE BECAUSE SUCH WOULD APPLY TO A 
PACKAGED DEVICE OR COMPONENT. 
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2) MORE DETAILED INFORMATION, INCLUDING PICTURES OR 
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DRAWINGS, AS WELL AS CLARIFICATION OF THE DATA ALREADY 
PROVIDED IN THE BROCHURE WOULD ASSIST US IN MAKING AN 
ASSESSMENT OF THE CAPABILITIES OF THIS TEST EQUIPMENT. KISSINGER 
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